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Message Text 

UNCLASSIFIED 

PAGE 01 CANBER 03901 0108I0Z 
ACTION EA-09 

INFO OCT-OI 10-14 ISO-00 COME-00 STR-04 /028 W 

0I08I2Z 018534/23 

R0IO6I3Z JUN 77 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 0556 
USDOC WASHDC 
INFO AMCONSUL BRISBANE 
USMISSION GENEVA 
AMCONSUL MELBOURNE 
AMCONSUL PERTH 
AMCONSUL SYDNEY 

UNCLAS CANBERRA 3901 

E.O. 11652: N/A 
TAGS: ETRD, AS 

SUBJ: AUSTRALIAN IMPORT RESTRICTIONS: NO ACTION ON 
IMPORTS OF VALVES 

REE: (A) 76 CANBERRA 8879 (B) 76 CANBERRA 3811 

1 . MINISTER FOR INDUSTRY AND COMMERCE AND MINISTER FOR 
BUSINESS AND CONSUMER AFFAIRS HAVE ANNOUNCED THAT THE GOA 
HAS ACCEPTED THE RECOMMENDATION OF THE TEMPORARY ASSISTANCE 
AOTHORITY (TAA) THAT NO ACTION IS NECESSARY AT PRESENT TO 
PROTECT THE LOCAL INDUSTRY AGAINST IMPORTS OF COPPER, 

IRON OR STEEL VALVES. 

2. TAA REPORT BEING SENT TO INDUSTRIALIZED NATIONS DIVSION, 

OTP/BIEPR, DEPT OF COMMERCE, AND DEP OF STATE, 

EB/OT/TA. 

PERCIVAL 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: IMPORT CONTROLS, METAL PRODUCTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CANBER03901 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 94-0705 

Format: TEL 
From: CANBERRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977061 04/aaaadmvt.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 74039e73-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 CANBERRA 8879, 76 CANBERRA 381 1 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 13-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2006069 
Secure: OPEN 
Status: NATIVE 

Subject: AUSTRALIAN IMPORT RESTRICTIONS: NO ACTION ON IMPORTS OF VALVES 
TAGS: ETRD, AS 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/74039e73-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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